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Table  I 


(in  thousands  of  dollars) 

FISCAL  YEAR  1999  HIGHER  EDUCATION  CAPITAL 

SUMMARY 

FY1999 

Total  Estimated  FY1999 

Project  Cost  Request 

IMPROVEMENT  PRO.IECTS 
FY  1999 

Recommendation 

lY  1999 
Governor's 
Budget 

FY  1999 
General 
Assembly 
Action 

Public  Universities 

$ 682,295.7 

$ 

410,571.9 

$ 119,245.7 

$ 87,555.4 

$ 101,871.0 

Regular  Capital 

631,149.5 

369,457.1 

104.253.7 

76,311.4  ** 

90,627.0 

Capital  Renewal 

51,146.2 

41,114.8 

14,992.0 

11,244.0 

11,244.0 

Illinois  Community  Colleges 

291,917.4 

189,429.6 

88,890.5 

45,818.8 

52,041.9 

Regular  Capital 

273,917.4 

171,429.6 

77,882.5 

42,062.8 

48,285.9 

Capital  Renewal 

12,000.0 

12,000.0 

5,008.0 

3,756.0 

3,756.0 

Accessibility  Enhancements 

6,000.0 

6,000.0 

6,000.0 

- 

- 

Illinois  Mathematics  and  Science  Academy 

6,440.0 

6,440.0 

1,310.0 

1,310  0 

1,310.0 

Regular  Capital 

' 6,440.0 

6,440.0 

1,310.0 

1,310.0 

1,310.0 

Statewide  Initiatiyes 

311,000.0 

59,500.0 

31,000.0 

15,000.0 

1 5,000.0 

Technology  Enhancements 

236,000.0 

44,500.0 

31,000.0 

- 

- 

Telecommunications  Initiatiye 

75,000.0 

15,000.0 

* 

15,000.0 

15,000.0 

Grand  Total 

$ 1,291,653.1 

$ 

665,941.5 

S 240,440  2 

$ 149,684.2 

S 170,222.9 

Regular  Capital 

911,506.9 

547,326.7 

183,446.2 

119,684.2  »* 

140,222.9 

Capital  Renewal 

63,146.2 

53,114.8 

20,000.0 

15,000.0 

15,000.0 

Accessibility  Enhancements 

6,000.0 

6,000.0 

6,000.0 

- 

- 

Technology  Enhancements 

236,000.0 

44,500.0 

31,000.0 

- 

- 

Telecommunications  Initiative 

75,000.0 

15,000.0 

- 

15,000.0 

15,000.0 

* The  Board  of  Higher  Education's  recommendations  acknowledge  a fiscal  year  1998  appropriation  for  this  project  for  which  there 
was  insuttlcient  bond  authorization.  The  Board's  recommendations  assume  bonding  authorization  would  be  made  available  in  fiscal 
year  1999.  Funds  for  this  fourth  year  of  grants  were  recommended  by  the  Board  of  Higher  Education  in  fiscal  year  1998. 

**  Includes  reappropriation  of  $4,500.0  for  remodeling  of  Illinois  Slate  Psychiatric  Building  at  the  University  of  Illinois  at  Chicago; 
funds  formerly  appropriated  for  Department  of  Human  Services. 


Table  2 


SUMMARY  OF  FISCAL  YEAR  1999  HIGHER  EDUCATION  CAPITAL  IMPROVEMENT  PROJECTS 

Chicago  State  University 


(in  thousands  of  dollars) 


Classification/Project/Budget  Category 


Regular  Capital  Projects 

Infrastructure  Upgrades  (Remodeling) 
Classroom/Laboratory  Addition  (Buildings) 
Building  "K"  Remodeling  (Remodeling) 

Library/Technology  Center 
(Buildings) 

(Equipment) 

(Planning) 

(Site  Improvements) 

(Utilities) 

Total,  Regular  Capital  Projects 

Capital  Renewal  Projects 

Classroom  Remodeling  (Remodeling) 

Site  Improvements  (Site  Improvements) 

Total,  Capital  Renewal  Projects 


Total  Estimated 
Project  Cost 

FY  1999 
Request 

FY  1999 

Recommendation 

FY  1999 
Governor's 
Budget 

FY  1999 
General 
Assembly 
Action 

$ 6,000.0 

$ 6,000.0 

$ 

2,700,0 

$ 2,700.0 

$ 2,700.0 

8,000,0 

8,000.0 

- 

- 

- 

9,100.0 

9,100.0 

9,100.0 

- 

- 

20,695.0 

1,400.0 

- 

- 

- 

14,680.0 

- 

- 

- 

- 

2,000.0 

- 

- 

- 

- 

2,215.0 

1,400.0 

- 

- 

- 

1,000.0 

- 

- 

- 

- 

800.0 

- 

- 

- 

- 

43,795.0 

24,500.0 

1 Lf^OO.O 

2,700.0 

2,700.0 

1,500.0 

1,500.0 

301.4 

226.0 

226.0 

500.0 

500.0 

- 

- 

- 

2,000.0 

2,000.0 

301  4 

226.0 

226.0 

$ 

45,795.0 

$ 26,500.0 

$ 

12,101.4 

$ 2,926.0 

$ 

2,926.0 

Grand  Total 


Table  3 


SUMMARY  OF  FISCAL  YEAR  1999  HIGHER  EDUCATION  CAPITAL  IMPROVEMENT  PROJECTS 

Eastern  Illinois  University 


(in  thousands  of  dollars) 


FY  1999 

FY  1999 

General 

Total  Estimated 

FY  1999 

FY  1999 

Governor's 

Assemby 

Classification/Project/Budget  Category 

Project  Cost 

Request 

Recommendation 

Budget 

Action 

Regular  Capital  Projects 


Booth  Library 

S 

21,572,4 

$ 20,572.4 

$ 

3,000.0 

- 

- 

(Remodeling) 

13,488.2 

13,488.2 

* 

- 

- 

(Addition) 

2,735.6 

2,735.6 

* 

- 

- 

(Planning) 

1,765.6 

765.6 

* 

- 

- 

(Equipment) 

3,583.0 

3,583.0 

3,000.0 

- 

- 

Environmental  Health  and  Safety  Projects  (Remodeling) 

1,302,1 

1,302.1 

1,302  1 

$ 1,302.1 

$ 

1,302.1 

Fine  Arts  Center  Renovation  (Planning) 

24,808.4 

1,064.0 

- 

- 

- 

Life  Science  Complex  Renovation  (Planning) 

22,418.9 

947,1 

- 

- 

- 

Physical  Science  Building  Renovation  (Planning) 

31,536.6 

1,340.6 

- 

- 

- 

Garfield  Avenue  Pedestrian  Mall  (Site  Improvements) 

1,000.0 

1,000.0 

- 

- 

- 

Total,  Regular  Capital  Projects 

102,638.4 

26,226.2 

4,302.1 

1,302.1 

1,302.1 

Caoital  Renewal  Proiects 

Blair  Hall  Window  Replacement  (Remodeling) 

500,0 

500.0 

414  1 

1-  423.1 

- 

423  1 

Campus  Air  System  Upgrade  (Remodeling) 

323.6 

323.6 

150,0 

J 

Physical  Science  HVAC  Control  Upgrade  (Remodeling) 

450.0 

450.0 

- 

- 

Steam  Tunnel  Upgrade  and  Extension  (Remodeling) 

900,0 

900.0 

- 

- 

- 

Total,  Capital  Renewal  Projects 

2,173.6 

2,173.6 

564  1 

423.1 

423.1 

Crrand  Total 

$ 

104,812.0 

$ 28,399.8 

$ 

4,866.2 

$ 1,725.2 

$ 

1,725  2 

Funds  for  this  project  appropriated  for  fiscal  year  1998;  approved  December  1997. 


SUMMARY  OF  FISCAL  YEAR  1999  HIGHER  EDUCATION  CAPITAL  IMPROVEMENT  PROJECTS 

Governors  State  University 


(in  thousands  of  dollars) 


Total  Estimated 

Classification/Project/Budget  Category  Project  Cost 


Regular  Caoital  Proiects 

Teaching  and  Learning  Complex 

$ 15,897.2 

(Remodeling) 

3,501.7 

(Building) 

10,093.8 

(Equipment) 

1,055.2 

(Planning) 

1,246.5 

Total,  Regular  Capital  Projects 

15,897.2 

Capital  Renewal  Proiects 

Science  Laboratory  Office  Rehabilitation  (Remodeling) 

5,195.7 

Academic  Computing  Services  Lah  (Remodeling) 

1,475.5 

Upgrades  to  Studios  "A"  and  "B"  (Remodeling) 

479.9 

Motor  Control  Distribution  Center  (Remodeling) 

189.2 

Total,  Capital  Renewal  Projects  7,521.8 


$ 23,237.4 


FY  1999 
Request 

FY  1999 

Recommendation 

FY  1999 
Governor's 
Budget 

FY  1999 
General 
Assembly 
Action 

$ 15,897.2  $ 15,897  2 

$ 1,500.0 

$ 1,500.0 

3,501.7 

3,501  7 

- 

- 

10,093.8 

10,093  8 

- 

- 

1,055.2 

1,055.2 

- 

- 

1,246.5 

1,246.5 

1,500.0 

1,500.0 

15,897.2 

15,897.2 

1,500.0 

1,500.0 

5,195.7 

- 

- 

- 

1,475.5 

- 

- 

- 

479.8 

181.6 

136.2 

136.2 

189.2 

- 

- 

- 

7,340.2 

181.6 

136.2 

136.2 

$ 

23,237.4 

$ 

16,078.8 

$ 

1,636.2 

$ 

1,636.2 

Grand  Total 


Table  5 


SUMMARY  OF  FISCAL  YEAR  1999  HIGHER  EDUCATION  CAPITAL  IMPROVEMENT  PROJECTS 

Illinois  State  University 

(in  thousands  of  dollars) 

Classification/Project/Budget  Category 

Total  Estimated 
Project  Cost 

FY  1999 
Request 

FY  1999 

Reconimendalion 

FY  1999 
Governor's 
Budget 

FY  1999 
General 
As.sembly 

Regular  Caoital  Proiecfs 

Julian  and  Moulton  Halls  Remodeling  (Remodeling) 
Building  Infrastructure  Rehabilitation,  Phase  I (Remodeling) 
Life  Safety  Improvements  (Remodeling) 

Mennonite  College  of  Nursing  Merger  (Remodeling) 

Total,  Regular  Capital  Projects 

$ 7,050.0 

8.670.0 

8.800.0 

$ 7,050.0 

8.670.0 

8.800.0 

$ 7,050.0 

$ 

7,050.0 

$ 

7,050.0 

500.0 

24,520.0 

24,520.0 

7,050.0 

7,050.0 

7.550.0 

Capital  Renewal  Proiects 

Center  for  Visual  Arts/Centennial  Chilled  Water 
System  Replacement  (Utilities) 

Electric  Radial  Replacement  (Utilities) 

Felmley  Hall  Electrical  Distribution  (Remodeling) 
Metcalf  Chiller  Replacement  and  Piping  (Utilities) 
Total,  Capital  Renewal  Projects 

1,200.0 

700.0 

660.6 

760.8 

1,200.0 

700.0 

660.6 

760,8 

550.0 

600.6 

863.0 

863.0 

3,471.4 

3,321.4 

1,150.6 

863.0 

863.0 

Grand  Total 

$ 27,991.4 

$ 27,841.4 

$ 8,200.6 

$ 

7,913.0 

$ 

8,413.0 

Table  6 


SUMMARY  OF  FISCAL  YEAR  1999  HIGHER  EDUCATION  CAPITAL  IMPROVEMENT  PROJECTS 

Northeaslem  Illinois  University 


(in  thousands  of  dollars) 

FY  1999 

FY  1999 

General 

Total  Estimated 

FY  1999 

FY  1999 

Governor's 

Assembly 

Classification/Project/Budget  Category 

Project  Cost 

Request 

Recommendation 

Budget 

Action 

Regular  Canital  Proiects 

Building  "E”  Remodeling  (Remodeling) 

$ 

29,971.6 

$ 7,658.3 

- 

- 

Buildings  "A",  ”B",  and  "E"  Remodeling  (Remodeling) 

8,048.1 

8,048.1 

- 

- 

- 

Fire  Safety  Modifications,  Phase  II  (Remodeling) 

2,561.8 

2,561.8 

$ 

2,561  8 

$ 

2,561.8 

$ 

2,561.8 

Science  Building  HVAC  Rehabilitation  (Remodeling) 

2,066.8 

2,066.8 

- 

- 

- 

Total,  Regular  Capital  Projects 

42,648.3 

20,335.0 

2,561.8 

2,561  8 

2,561.8 

Canital  Renewal  Proiects 

Electrical  Switchgear  and  Building  Fan  Rehabilitation  (Remodeling) 

985.8 

562.1 

138.4 

Science  Building  Entrance  Rehabilitation  (Remodeling) 

200.3 

200.3 

200.3 

- 

317.8 

- 

317.8 

Science  Building  Elevator  Installation  (Remodeling) 

263.9 

263.9 

85.0 

Science  Building  Building  Laboratories  Modernization  (Remodeling) 
Total,  Capital  Renewal  Projects 

Grand  Total 

768.8 

768.8 

- 

- 

- 

$ 

2,218.8 

44,867.1 

1,795.1 
$ 22,130.1 

$ 

423.7 

2,985.5 

$ 

317.8 

2,879.6 

$ 

317.8 

2,879.6 

Grand  Total 


Table  7 

SUMMARY  OF  FISCAL  YEAR  1999  HIGHER  EDUCATION  CAPITAL  IMPROVEMENT  PROJECTS 

Northern  Illinoi!;  LIniversity 

(in  thousands  of  dollars) 


Classification/Project/Budget  Category 

Regular  Capital  Projects 

AItgeld  Hall  Renovation  (Remodeling) 

Storm  Waterway  Management  and  Control  Project,  Phase  II 
and  Phase  III  (Site  Improvements) 

Founders  Library  Basement  Build-out  (Remodeling) 

Campus  Chilled  Water  Production  and  Distribution  (Utilities) 

Campus  Infrastructure  Improvements 
(Site  Improvements) 

(Utilities) 

Stevens  Building  Renovation  (Remodeling) 

Montgomery  Hall  HVAC  System  Rehabilitation  (Utilities) 

Elevator  Rehabilitation  and  Renovation  (Remodeling) 

Gilbert  Hall  Renovation 
(Remodeling) 

(Equipment) 

(Planning) 

Wirtz  Hall  Renovation,  Phase  II 
(Equipment) 

(Planning) 

(Remodeling) 

Total,  Regular  Capital  Projects 
Capital  Renewal  Projects 

ADA  Visual  Fire  Alarms  (Remodeling) 

Central  Campus  Mall  Remodeling,  Phase  II  (Remodeling) 
Condensate  Receiver  Tank  Replacement  (Remodeling) 

Graham  Roof  Replacement  (Remodeling) 

Roof  Replacements  (Remodeling) 

Total,  Capital  Renewal  Projects 

Grand  Total 


Total  Estimated 
Project  Cost 

FY  1999 
Request 

FY  1999 

Recommendation 

FY  1999 
Governor's 
Budget 

$ 19,700.4 

$ 19,150.4 

« 

« 

8,120.1 

6,716.0 

$ 6,716.0 

$ 6,716.0 

5,431.9 

4,455.9 

4,455.9 

7,830.7 

7,830.7 

- 

7,173.0 

7,173.0 

3,519.0 

3,519.0 

_ 

3,654.0 

3,654.0 

- 

- 

7,000,7 

7,000.7 

2,457.7 

2,457.7 

970.3 

970.3 

- 

- 

11,375.3 

494.6 

‘ 

10,214.3 

- 

400.0 

. 

761.0 

494.6 

- 

- 

7,399  8 

269.8 

_ 

925.0 

- 

269.8 

269.8 

6,205.0 

- 

- 

- 

77,459.9 

56,519.1 

11,171.9 

6,716.0 

160.7 

160.7 

1,319.1 

1,319.1 

787.9 

965.8 

195.9 

195.9 

195.9 

496.7 

496.7 

303.9 

303.9 

303.9 

2,476.3 

2,476.3 

1,287.7 

965.8 

$ 79,936.2 

$ 58,995.4 

$ 12,459.6 

$ 7,681.8 

FY  1999 
General 
Assembly 
Action 


$ 6,716.0 


6,716.0 


965.8 


965.8 

$ 7,681.8 


Funds  for  this  project  appropriated  for  fiscal  year  1998;  approved  December  1997, 


Table  8 


SUMMARY  OF  FISCAL  YEAR  1999  HIGHER  EDUCATION  CAPITAL  IMPROVEMENT  PROJECTS 

Western  Illinois  University 


(in  thousands  of  dollars) 


Classification/Project/Budget  Category 

Regular  Capital  Projects 

Horrabin  and  Simpkins  Halls  Remodeling  (Remodeling) 

Utility  Tunnel  and  System  Improvements,  Phase  II  (Utilities) 
Memorial  Hall  Infrastructure  Rehabilitation  (Remodeling) 

Life  Safety  Improvements,  Phase  I (Remodeling) 

Total,  Regular  Capital  Projects 

Capital  Renewal  Projects 

Browne  Hall  - Chiller/Absorber  Tower  and  Controls  (Remodeling) 
Currens  Hall  East  Roof  Replacement  (Remodeling) 

Morgan  Hall  Elevator  Upgrade  (Remodeling) 

Stipes  Hall  Elevator  Upgrade  (Remodeling) 

University  Library  - Intake  Dampers  and  Controls  (Remodeling) 
Total,  Capital  Renewal  Projects 


FY  1999 


Total  Estimated 
Project  Cost 

FY  1999 
Request 

FY  1999 

Recommendation 

FY  1999 
Governor's 
Budget 

General 

Assembly 

Action 

$ 3,964.7 

11,965.1 

6.360.0 

2.650.0 

$ 1,655.4 

6,313.4 

6.360.0 

2.650.0 

$ 1,655.4 

6,313.4 

$ 1,655.4 

6,313.4 

$ 1,655.4 

6,313.4 

24,939.8 

16,978.8 

7,968.8 

7,968.8 

7,968.8 

387.0 

387,0 

315.0 

169.8 

169.8 

169.8 

646.8 

646.8 

188.8 

188.8 

188.8 

188.8 

188.8 

188.8 

140.0 

140.0 

' 

1 

. 

1,074.4 

1,074,4 

862.4 

646.8 

646.8 

$ 

26,014.2 

$ 

18,053.2 

$ 

8,831.2 

$ 8,615.6 

$ 

8,615,6 

Grand  Total 


Table  9 


(in  thousands  of  dollars) 


SUMMARY  OF  FISCAL  YEAR  1999  HIGHER  EDUCATION  CAPITAL  IMPROVEMENT  PRO  JECTS 
Southern  Illinois  University  at  Carbondale 


Classification/Project/Budget  Category 

Regular  Capital  Projects 

Anthony  Hall  Piping  (Remodeling) 

Communications  Building  Remodeling  (Remodeling) 

Rutledge  Manor  Renovation,  Phase  III  (Remodeling) 

Pathological  Incinerator  (Buildings) 

Old  Baptist  Foundation  Renovation 
(Remodeling) 

(Equipment) 

(Planning) 

Touch  of  Nature  Center  Remodeling  (Remodeling) 

Total,  Regular  Capital  Projects 

Capital  Renewal  Projects 

Faner  Hall  Air  Conditioning  Renovations  (Remodeling) 

Fire  Alarm/Detection  Replacement  - Springfield  (Remodeling) 
Lighting  Fixtures  Replacement  (Remodeling) 

Morris  Library  Asbestos  Abatement  (Remodeling) 

Neckers  Building  Laboratory  Renovation  (Remodeling) 

North  Overpass  Structural  Repairs  (Remodeling) 

Replace  Sewer  and  Water  Lines  - Carterville  (Remodeling) 
Replacement  Electrical  Feeders  #3,  #6,  #8,  U9  (Remodeling) 

Roof  Renovations  - Quigley,  Lesar,  Altgeld  Neckers  (Remodeling) 
Total,  Capital  Renewal  Projects 


FY  1999 


Total  Estimated 
Project  Cost 

FY  1999 
Request 

FY  1999 

Reconimendalioii 

FY  1999 
Governor's 
Budget 

General 

Assembly 

Action 

$ 3,131.1 

$ 3,131.1 

$ 3,131  1 

$ 3,131.1 

$ 3,131.1 

1,800.0 

1,550.0 

1,550.0 

1,443.0 

1,443.0 

. 

500.0 

500.0 

- 

- 

. 

4,075.0 

300.0 

- 

3,400.0 

375.0 

: 

- 

- 

- 

300.0 

300.0 

- 

- 

- 

- 

- 

- 

294  8 

10,949.1 

6,924.1 

4,681  1 

3,131  1 

3,425.9 

213.5 

558.1 

300.0 

10,721.2 

213.5 

558.1 

300.0 

2,000.0 

251.5 

550.0 

550.0 

- 

1,493.6 

1,493.6 

500.0 

240.0 
1,500.0 

891.9 

500.0 

240.0 
1,500.0 

891.9 

240.0 

1,500.0 

15,474.7 

6,753.5 

1,991.5 

1,493.6 

1,493.6 

$ 26,423.8 

$ 13,677.6 

$ 6,672.6 

$ 4,624  7 

$ 4,919.5 

Grand  Total 


Table  10 


SUMMARY  OF  FISCAL  YEAR  1999  HIGHER  EDUCATION  CAPITAL  IMPROVEMENT  PROJECTS 
Southern  Illinois  University  at  Edwardsville 


(in  thousands  of  dollars) 

FY  1999 

FY  1999 

General 

Total  Estimated 

FY  1999 

FY  1999 

Governor's 

Assembly 

Classification/Project/Budget  Category 

Project  Cost 

Request 

Recommendation 

Budget 

Action 

Regular  Capital  Projects 


Engineering  Building  Equipment  (Equipment) 

$ 28,459.0 

$ 6,359.3  $ 

6,000,0 

$ 6,000.0 

$ 

6,000.0 

(Buildings) 

21,256.2 

- 

- 

- 

- 

(Equipment) 

6,359.3 

6,359.3 

6,000.0 

6,000.0 

6,000.0 

(Planning) 

843.5 

- 

- 

- 

- 

East  St.  Louis  Center  Replacement  (Building) 

12,604.3 

11,800.0 

1,179.6 

1,179.6 

1,179.6 

(Buildings) 

10,620.4 

11,800.0  ♦ 

- 

- 

- 

(Equipment) 

404.3 

- 

- 

- 

- 

(Planning) 

1,579.6 

- 

1,179.6 

1,179,6 

1,179.6 

Chilled  Water  Unit  Replacement  (Remodeling) 

4,610.0 

4,610.0 

2,467.5 

- 

- 

Science  Laboratory  Building  Renovation 

24,563.1 

712.5 

- 

- 

712.0 

(Equipment) 

4,240.0 

- 

- 

- 

- 

(Planning) 

712.5 

712.5 

- 

- 

712.0 

(Remodeling) 

19,610.6 

- 

- 

- 

- 

Campus  Road  Repairs  (Site  Improvements) 

3,510.5 

3,510  5 

- 

- 

- 

Campus  Infra-structure  Repairs,  Phase  II  (Remodeling) 

4,000.0 

4,000.0 

- 

- 

- 

ADA  Compliance  Renovations  (Remodeling) 

3,351  1 

3,351.1 

- 

- 

- 

Alton  Dental  Facilities  Consolidation 

6,272.9 

6,272.9 

- 

- 

- 

(Remodeling) 

1,000.0 

1,0000 

- 

- 

- 

(Buildings) 

5,272.9 

5,272.9 

- 

- 

- 

Completion  of  Stadium  (Remodeling) 

- 

- 

- 

- 

250.0 

Psychomotor  Skills  l.aboratory  Renovation  (Remodeling) 

- 

- 

- 

- 

300.0 

Computer  laboratory  Renovation  (Remodeling) 

- 

- 

- 

- 

350.0 

Total,  Regular  Capital  Projects 

87,370.9 

40,616.3 

9,647. 1 

7,179.6 

8,791  6 

Capital  Renewal  Projects 

Masonry  Repairs  (Remodeling) 

Miscellaneous  Campus  Improvements  (Remodeling) 

600.0 

400.0 

600.0 

400.0 

600.0 

1515 

-|.  - 

1- 

563,6 

Total,  Capital  Renewal  Projects 

1,000.0 

1,000.0 

751.5 

563.6 

563.6 

Grand  Total 

$ 88,370.9 

$ 41,616.3  $ 

10,398  6 

$ 7,743.2 

$ 

9,355.2 

Request  amount  includes  funds  for  planning. 


Table  1 1 


(in  thousands  of  dollars) 


SUMMARY  OF  FISCAL  YEAR  1999  HIGHER  EDUCATION  CAPITAL  IMPROVEMENT  PROJECTS 

University  of  Illinois  at  Chicago 


Classification/Project/Budget  Category 

Regular  Capital  Projects 

College  of  Medicine  Research  Building 
(Buildings) 

(Equipment) 

(Land) 

(Planning) 

(Other-Cleaning,  Moving,  Security,  Signage,  Telecomm.,etc.) 

Clinical  Sciences  Building  Remodeling  (Remodeling) 

Illinois  State  Psychiatric  Institute  Renovation  (Remodeling) 

Total,  Regular  Capital  Projects 

Capital  Renewal  Projert^ 

Alumni  Hall  Classroom  Remodeling  (Remodeling) 

Alumni  Hall  North  Chiller  Replacement  (Utilities) 

Clinical  Sciences  North  Building  Roof  Replacement  (Remodeling) 
College  of  Pharmacy  Teaching  Laboratory  Renovation  (Remodeling) 
Pharmacy  Teaching  Lab  Remodeling  (Remodeling) 

Roosevelt  Road  Building  Renovation  (Remodeling) 

Science  and  Engineering  Building  Masonry  Repair  (Remodeling) 
Total,  Capital  Renewal  Projects 


Grand  Total 


Total  Estimated 
Project  Cost 


$ 100,000.0 
86,993.7 
2,586.7 

3.250.0 

6.264.0 
905.6 

28,538.9 


128,538.9 


450.0 

917.4 

489.6 

610.3 

962.3 

920.4 

4,350.0 

$ 132,888.9 


FY  1999 
Request 


$ 50,000.0 

50,000.0 


15,000.0 


65,000.0 


450.0 

917.4 

489.6 

610.3 

962.3 
920.4 

4,350.0 

$ 69,350.0 


FY  1999 

Recommendation 


$ 15,000.0 


15,000.0 


450.0 

917.4 


610.3 

962.3 

340  4 

3,280.4 

$ 18,280.4 


FYI999 

Governor's 

Budget 


$ 6,924.3 


6,924.3 

15,000.0 
4,500.0  » 

26,424.3 


2,460.3 


2,460.3 


$ 28,884.6 


FY  1999 
General 
Assembly 
Action 


$ 6,924.3 


6,924.3 

15,000.0 

4,500.0 

26,424.3 


2,460.3 


2,460.3 
$ 28,884.6 


* 


Renects  the  amount  reappropriated  for  this  project;  appropriation  formerly  made  for  the 


Department  of  Human  Services. 


Table  12 


(in  thousands  of  dollars) 


SUMMARY  OF  FISCAL  YEAR  1999  HIGHER  EDUCATION  CAPITAL  IMPROVEMENT  PROJECTS 

University  oflllinois  at  Springfield 


Classification/Project/Budget  Category 

Regular  Capital  Projects 

Road  Improvements  (Site  Improvements) 

Site  Improvements  (Site  Improvements) 

Total,  Regular  Capital  Projects 


Capital  Renewal  Projects 

Brookens  and  Public  Affairs  Center  Carpet  Replacement  (Remodeling) 
Brookens  and  Public  Affairs  Center  Laboratory  Upgrades  (Remodeling) 
Sangamon  Auditorium  Improvements  (Remodeling) 

Total,  Capital  Renewal  Projects 


FY  1999 


Total  Estimated 
Project  Cost 

FY  1999 
Request 

FY  1999 

Recommendation 

FY  1999 
Governor's 
Budget 

General 

Assembly 

Action 

$ 2,864.3 

927.7 

$ 2,412.7 

927.7 

$ 2,412.7 

$ 2,412.7 

$ 2,4127 

3,792.0 

3,340.4 

2,412.7 

2,412.7 

2,412.7 

74.0 

150.0 

106.0 

74.0 

150.0 

106.0 

74.0 

142.8 

1 - 162.6 

|-  162.6 

330.0 

330.0 

216.8 

162.6 

162.6 

$ 4,122.0 

$ 3,670.4 

$ 2,629.5 

$ .2,575.3 

$ 2,575.3 

Grand  Total 


Table  13 


(in  thousands  of  dollars) 


SUMMARY  OF  FISCAL  YEAR  1999  HIGHER  EDUCATION  CAPITAL  IMPROVEMENT  PROJECTS 
University  of  Illinois  at  Urbana-Champaign 


Classification/Project/Budget  Category 

Regular  Capital  Projects 

Meclianical  Engineering  Laboratory  Remodeling  (Remodeling) 

Campus  Chiller  (Planning) 

Freer  Hall  Remodeling  (Remodeling) 

State  Universities  Retirement  System  Building  Acquisition  aand) 

Social  Work  Building  (Buildings) 

Natural  History  Research  Center  (Buildings) 

Total,  Regular  Capital  Projects 

Capital  Renewal  Projects 

Armory  Classroom  Remodeling  (Remodeling) 

Armory  HV AC  Improvements,  Phase  II  (Remodeling) 

Armory  HVAC  Improvements,  Phase  III  (Remodeling) 

Bumll  Hall  Instructional  Laboratory  and  Library  Remodeling  (Remodeling) 
Environmental  and  Agricultural  Sciences  Building  Remodeling  (Remodeling) 
Environmental  and  Agricultural  Sciences  Condensate  Piping  (Remodeling) 
Fire  Alarm  System  Upgrade,  Phase  V (Remodeling) 

Gregory  Hall  Remodeling  (Remodeling) 

Library  Fourth  Floor  Remodeling,  Phase  II  (Remodeling) 

Mechanical  Engineering  Building  and  Animal  Sciences  Laboratory 
Switchgear  Replacement  (Remodeling) 

Physical  Plant  Services  Building  Roof  Replacement  (Remodeling) 

Smith  Memorial  Hall  Instructional  Laboratories  Remodeling  (Remodeling) 
Turner  Hall  Duct  Cleaning  (Remodeling) 

Undergraduate  Library  HVAC  and  Masonry  Repairs  (Remodeling) 

Veterinary  Medicine  Basic  Science  Building  Roof  Replacement  (Remodeling) 
Veterinary  Medicine  Teaching  Hospital  Remodeling  (Remodeling) 

Total,  Capital  Renewal  Projects 
Grand  Total 


Total  Estimated 
Project  Cost 

FY  1999 
Reque.st 

FY  1999 
Recommendation 

$ 7,365.0 

$ 7,365.0 

$ 7,3650 

43,960.0 

43,960.0 

4,396.0 

7,465.0 

7,465.0 

1,800.0 

1,800.0 

8,010.0 

8,010.0 

- 

68,600.0 

68,600.0 

1 1,761.0 

245.3 

245.3 

245.3 

1,154.9 

600.0 

650.0 

650.0 

1,340.0 

1,340.0 

500.0 

500.0 

500.0 

300.0 

300.0 

300.0 

345.0 

345.0 

535.0 

535.0 

800.0 

800.0 

800.0 

600.0 

600.0 

600.0 

700.0 

700.0 

350.0 

350.0 

300.0 

300.0 

300.0 

650.0 

650.0 

650.0 

410.0 

410.0 

410.0 

175.0 

175.0 

175.0 

9,055.2 

8,500.3 

3,980.3 

$ 77,655.2 

$ 

77,100.3  $ 

15,741.3 

FY  1999 
Governor's 
Budget 


$ 7,365.0 


7,365.0 


2,985.2 


2,985.2 


$ 10,350.2 


FY  1999 
General 
Assembly 
Action 


$ 7,365.0 


1 1. 908. 8 

19.273.8 


2,985.2 


2,985.2 
$ 22,259.0 


** 


Natural  Hi.story  Survey;  facility  to  be  located  on  the  University  of 


Planning  funds  only. 

Appropnation  made  for  the  Department  of  Natural  Resources  for  the 


Illinois  f ^rbana-Champaign  campu.s. 


Table  14 


SUMMARY  OF  FISCAL  YEAR  1999  HIGHER  EDUCATION  CAPITAL  IMPROVEMENT  PROJECTS 

Illinois  Community  Colleges 


(in  thousands  of  dollars) 

College/Project  Description/Budget  Category 

Total 
Estimated 
Project  Cost 

FY  1999 
Request 

FY  1999 

Recommendation 

FY  1999 
Governor's 
Budget 

FY  1999 
General 
Assembly 
Action 

Regular  Caoital  Proiects 

$ 273,917.4 

$ 171,429.6 

$ 77,882,5 

$ 42,062.8 

$ 48,285.9 

Joliet  Junior  College 

Vacated  Space  Renovations  (Remodeling) 

294,5 

220.9 

220.9 

220.9 

220.9 

Rend  Lake  College 

Plumbing  and  Utilities  Rehabilitation  (Remodeling) 

2,061.9 

1,546.4 

1,546,4 

1,546.4 

1,546.4 

I^wis  and  Clark  Community  College 

Allied  Health  Building,  Phase  II  (Buildings) 

13,500.0 

10,125.0 

10,125.0 

10,125.0 

10,125,0 

Lincoln  Land  Community  College 

Sangamon  and  Menard  Halls  Remodeling  (Remodeling) 

4,681.9 

3,777.7 

3,777,7 

3,777.7 

3,777.7 

Moraine  Valley  Community  College 

Classroom  and  Bookstore  Facility 

9,915.0 

8,309.2 

8,309.2 

8,309.2 

8,309.2 

(Buildings) 

8,612.9 

7,601.4 

7,601.4 

7,601.4 

7,601.4 

(Equipment) 

347.5 

306.6 

306.6 

306,6 

306.6 

(Site  Improvements) 

454.6 

401.2 

401  2 

401.2 

401.2 

(Planning) 

500.0 

- 

- 

- 

- 

City  Colleges  of  Chicago  - Kennedy  King 

Culinary  Arts  Program  Remodeling 

14,500.0 

10,875.0 

10,875.0 

10,875.0 

10,875.0 

(Remodeling) 

13,200.0 

9,900.0 

9,900.0 

9,900,0 

9,900.0 

(Planning) 

1,300.0 

975.0 

975.0 

975.0 

975.0 

John  Wood  Community  College 

New  Campus  Construction,  Phase  II 

24,495.7 

18,371.8 

18,371  8 

1,871.8 

1,871,8 

(Buildings) 

20,500.0 

15,375.0 

15,375.0 

- 

- 

(Planning) 

2,495.7 

1,871.8 

1,871.8 

1,871  8 

1,871  8 

(Site  Improvements) 

1,500.0 

1,125.0 

1,125  0 

- 

- 

Table  14  (continued) 


SUMMARY  OF  FISCAL  YEAR  1999  HIGHER  EDUCATION  CAPITAL  IMPROVEMENT  PROJEC  TS 

Illinois  Community  Colleges 


(in  thousands  of  dollars) 

FY  1999 

Total 

FY  1999 

General 

Estimated 

FY  1999 

FY  1999 

Governor's 

Assembly 

College/Project  Description/Budget  Category 

Project  Cost 

Request 

Recommendation 

Budget 

Action 

Regular  Capital  Projects  (continued) 


Lake  Land  College 


Classroom  and  Administration  Building 

$ 

7,615.5 

(Buildings) 

6,071.0 

(Equipment) 

861.1 

(Planning) 

683.4 

Triton  College 

Liberal  Arts  Building  - Structural  Defects  (Remodeling) 

3,000.0 

Prairie  State  College 

Adult  Training  & Outreach/Health  Education  Center, 

Phase  I 

10,150.7 

(Buildings) 

8,512.6 

(Remodeling) 

648.0 

(Site  Improvements) 

910.1 

(Utilities) 

80.0 

(Planning) 
Parkland  College 

Classroom/Instructional  Support  Addition 

13,403.5 

(Buildings) 

10,860.3 

(Equipment) 

756.0 

(Planning) 

1,355.2 

(Site  Improvements) 

432.0 

Richland  Community  College 

Technology/Health  Occupations  Addition  (Buildings) 

7,927.3 

$ 5,336.8 

$ 

5,336.8 

$ 

5,336.8 

$ 

5,336.8 

4,553.3 

4,553.3 

4,553.3 

4,553.3 

645.8 

645.8 

645.8 

645.8 

137.7 

137.7 

137.7 

137.7 

3,000.0 

3,000  0 

4,934.2 

4,934  2 

- 

2,850.0 

4,137.9 

4,137.9 

- 

2,600.0 

315.0 

315.0 

- 

- 

442.4 

442.4 

- 

- 

38.9 

38.9 

- 

250.0 

1 1,385.5 

1 1,385.5 

- 

- 

9,225.2 

9,225.2 

- 

- 

642.2 

642.2 

- 

- 

1,151.1 

1,151  1 

- 

- 

367.0 

367.0 

- 

- 

5,945.5 

Table  14  (continued) 


SUMMARY  OF  FISCAL  YEAR  1999  HIGHER  EDUCATION  CAPITAL  IMPROVEMENT  PROJECTS 

Illinois  Community  Colleges 


(in  thousands  of  dollars) 


Total 

FY  1999 

Estimated 

FY  1999 

FY  1999 

Governor's 

College/Project  Description/Budget  Category 

Project  Cost 

Request 

Recommendation 

Budget 

Regular  Caoital  Proiects  tcontinuedi 

Lake  Land  College 

Technology  Building 

$ 

3,873.2 

$ 

2,904,9 

- 

- 

(Buildings) 

3,232.7 

2,424.5 

- 

- 

(Equipment) 

340.5 

255.4 

- 

- 

(Planning) 

300.0 

225.0 

- 

- 

City  Colleges  of  Chicago 

Workforce  Preparation  Centers 

4,998.8 

3,749.1 

- 

- 

(Equipment) 

1,798.8 

1,349.1 

- 

- 

(Planning) 

436.2 

327.2 

- 

- 

(Remodeling) 

2,763.8 

2,072.8 

■ 

- 

Triton  College 

Rehabilitate  Potable  Water  Distribution  System  (Utilities) 

853.0 

800.4 

- 

- 

Belleville  Area  College 

Renovate  Belleville  and  Red  Bud  Campuses  (Remodeling) 

2,787.9 

2,090.9 

- 

- 

Spoon  River  College 

Engle  Hall  Remodeling  (Remodeling) 

2,634.6 

2,101.3 

- 

- 

Kaskaskia  College 

Ixaming  Resource  Center  Renovations 

749  1 

749.1 

- 

- 

(Buildings)  296.0  296.0 

(Equipment)  25.0  25.0 

(Planning)  68.1  68.1 

(Remodeling) 


FY  1999 
General 
Assembly 
Action 


3600 


360.0 


(in  thousands  of  dollars) 


Table  14  (continued) 


SUMMARY  OF  FISCAL  YEAR  1999  HIGHER  EDUCATION  CAPITAL 

Illinois  Community  Colleges 


improvement  projects 


College/Project  Description/Budget  Category 

Regular  Capital  Profects  rconfinupH) 

South  Suburban  College 

Flood  Retention  (Utilities) 

Danville  Area  Community  College 

Vermilion  Hall  Renovations  (Remodeling) 

College  of  DuPage 

Instructional  Center  Upgrade 

(Planning) 

(Remodeling) 

Illinois  Eastern  Community  Colleges  - Wabash  Valley  College 
Machine  Shop/Manufacturing  Technology  Building  (Buildings) 

City  Colleges  of  Chicago  - Malcolm  X College 
Allied  Health  Remodeling  (Remodeling) 

Oakton  Community  College 
Ray  Hartstein  Addition 

(Buildings) 

(Equipment) 

(Utilities) 

(Site  Improvements) 

(Planning) 


Total 
Estimated 
Project  Cost 


FY  1999  pY  ,999 

Request  Recommendation 


330.0  $ 33QQ 

'’’213.1  3,159.8 

‘*’267.0  327,0 

327.0  3270 

3,940,0 


588.4 


588.4 


5,720.8 


4,290.6 


9’900.7  351.9 

7,631.5 

900.0 

300.0 

600.0 
469.2 


FY  1999 
Governor's 
Budget 


FY  1999 
General 
Assembly 
Action 


351.9 


Table  14  (continued) 


SUMMARY  OF  FISCAL  YEAR  1999  HIGHER  EDUCATION  CAPITAL  IMPROVEMENT  PROJECTS 

Illinois  Community  Colleges 


(in  thousands  of  dollars) 


Total 

FY  1999 

Estimated 

FY  1999 

FY  1999 

Governor's 

College/Project  Description/Budget  Category 

Project  Cost 

Request 

Recommendation 

Budget 

Regular  Caoital  Proiects  (continued) 

College  of  Lake  County 

Technology  Building  (Planning) 

$ 

34,707.0 

$ 

3,470.7 

- 

- 

(Buildings) 

26,326.6 

- 

- 

(Equipment) 

2,725.4 

- 

- 

(Utilities) 

I4I.I 

- 

- 

(Remodeling) 

1,886.5 

- 

- 

(Site  Improvements) 

156.7 

- 

- 

(Planning) 

3,470,7 

3,470.7 

- 

Carl  Sandburg  College 

Computer/Student  Center  (Buildings) 

3,569,0 

2,781.9 

- 

- 

McHenry  County  College 

Classroom/Student  Services  Building  (Buildings) 

14,936.8 

11,202.6 

- 

- 

Kishwaukee  College 

Parking  I>ot  Addition  (Site  Improvements) 

634.0 

475,5 

- 

- 

Lincoln  I^nd  Community  College 

Rural  Education  and  Technology  Conference 

- 

- 

Center  Addition  (Buildings) 

1,000.0 

750.0 

- 

- 

Illinois  Eastern  Community  Colleges  - Frontier  College 

I .earning  Resources  Center 

2,083.8 

2,083.8 

- 

- 

(Buildings)  1,739.8  1,739.8 

(Planning)  141.0  141.0 

(Site  Improvements)  125.0  125.0 

(Utilities) 


FY  1999 
General 
Assembly 
Action 


78  0 


78,0 


Table  14  (continued) 

SUMMARY  OF  FISCAL  YEAR  1999  HIGHER  EDUCATION  CAPITAL  IMPROVEMENT  PROJECTS 

Illinois  Community  Colleges 


(in  thousands  of  dollars) 


College/Project  Description/Budget  Category 

Regular  Capital  Projects  fcontinuedt 
Rend  Lake  College 

North  Access  Road  (Site  Improvements) 

Prairie  State  College 

Adult  Training  and  Outreach/Health  Education 
Center,  Phase  II  (Buildings) 

College  of  Lake  County 

Renovation  ofSouthlake  Education  Center  (Remodeling) 
Parkland  College 

Capital  Improvements  (Remodeling) 

McHenry  County  College 

Facility  Expansion  (Planning) 

Spoon  River  College 

Macomb  Campus  Renovation  and  Classroom 
Enhancements  (Remodeling) 

Rock  Valley  College 

Planning  for  New  Instructional  Building  (Planning) 


total  pY  1999 

Estimated  FY  1999  FY  1999  Governor's 

Project  Cost  Request  Recommendation  Budget 


FY  1999 
General 
Assembly 
Action 


$ 373.1  $ 279.8 


$ 373.1 


7,813.3  7,813.3 


250.0 


1,000.0 


1,000.0 


500.0 


250.0 


Table  14  (continued) 


SUMMARY  OF  FISCAL  YEAR  1999  HIGHER  EDUCATION  CAPITAL  IMPROVEMENT  PROJECTS 

Illinois  Community  Colleges 


(in  thousands  of  dollars) 

FY  1999 

Total 

FY  1999 

General 

Estimated 

FY  1999 

FY  1999 

Governor's 

Assembly 

College/Project  Description/Budget  Category 

Project  Cost 

Request 

Recommendation 

Budget 

Action 

Capital  Renewal  Projects 


Capital  Renewal  (Cirants) 

12,000.0 

12,000.0 

$ 

5,008.0 

$ 

3,756.0 

$ 

3,756.0 

/Xmericans  With  Disabilities  Act  Compliance 

Accessibility  Enhancements  (Grants) 

6,000.0 

6,000.0 

6,000.0 

- 

- 

Grand  Total 

$ 291,917.4 

$ 189,429.6 

$ 

88,890.5 

$ 

45,818.8 

$ 

52,041.9 

Table  15 


(in  thousands  of  dollars) 


SUMMARY  OF  FISCAL  YEAR  1999  HIGHER  EDUCATION  CAPITAL  IMPROVEMENT  PROJECTS 
Illinois  Mathematics  and  Science  Academy 


Classification/Project/Budget  Category 

Regular  Capital  Pro|et-t^ 

Academic  Building  Remodeling  and  Campus 
Improvements 

(Remodeling) 

(Building) 

(Site  Improvements) 

(Planning) 

Teacher  Professional  Development  Center  (Remodeling) 
Total,  Regular  Capital  Projects 


Total  Estimated 
Project  Cost 

FY  1999 
Reque.st 

FY  1999 

Recommendation 

FY  1999 
Governor's 
Budget 

FY  1999 
General 
Assembly 

S 1,810.0 

$ 1,810.0 

$ 1,310.0 

$ 1,310.0 

S 1310  1 

1,160.0 

200.0 

400.0 

50.0 

1,160.0 

200.0 

400.0 

50.0 

660.0 

200.0 

400.0 

50.0 

660.0 

200.0 

400.0 

50.0 

660.( 

200.( 

400.( 

50.C 

4,630.0 

4,630.0 

- 

- 

6,440.0 

6,440.0 

1,310.0 

1,310.0 

1,310.0 

$ 6,440.0 

$ 6,440.0 

S 1,310.0 

$ 1,310.0 

$ 1,310.0 

Grand  Total 


Table  16 


SUMMARY  OF  FISCAL  YEAR  1999  HIGHER  EDUCATION  CAPITAL  IMPROVEMENT  PROJECTS 

Statewide  Initiatives 


(in  thousands  of  dollars) 


Total  Estimated 


Project  Description/Budget  Category 

Project  Cost 

Telecommunications  Initiative 

Telecommunications  - Based  Instructional  Delivery  System 
(Grants) 

$ 75,000.0 

Total,  Telecommunications  Initiative 

75,000.0 

TechnoloBV  Enhancements 

Campus  Connections  and  Technology  Enhancements 

97,500.0 

Technology  Infrastructure  Enhancements 

138,500.0 

Total,  Technology  Enhancements 

$ 236,000.0 

FY  1999 

FY  1999 

General 

FY  1999 

FY  1999 

Governor's 

Assembly 

Request 

Recommendation 

Budget 

Action 

$ 15,000.0 

** 

$ 

15,000.0 

$ 

15,000.0 

15,000.0 

** 

$ 

15,000.0 

$ 

15,000.0 

16,000.0 

$ 

16,000.0 

- 

- 

28,500.0  * 

15,000.0 

- 

- 

$ 44,500.0 

$ 

31,000.0 

- 

- 

• Total  of  $25.0  million  requested  by  the  Illinois  Community  College  Board;  and  $3.5  million  reque.sted  by  Chicago  State  University  for  this  purpose. 

* * The  Board  of  Higher  Education's  recommendations  acknowledge  a fiscal  year  1 998  appropriation  for  this  project  for  which  there  was  insulTicient 

bond  authorization.  The  Board's  recommendations  assume  bonding  authorization  would  be  made  available  in  fiscal  year  1999.  Funds  for  this  fourth 
year  of  grants  were  recommended  by  the  Board  of  Higher  Education  in  fiscal  year  1998. 
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